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Message Text 


UNCLASSIFIED 

PAGE 01 QUITO 07958 301705Z 
64 

ACTION ARA-10 

INFO OCT-01 ISO-OO EB-07 /018W 

067180 

R 301416Z OCT 75 

FM AMEMBASSY QUITO 

TO EC ERNST INTERNATIONAL CORP 

2000 L ST NW 

WASHINGTON D C 20036 

TEL (202) 785-7600 

INFO SECSTATE WASHDC 7796 

USDOC WASHDC 

AMCONSUL GUAYAQUIL 

UNCLAS QUITO 7958 

E.O. 11652: N/A 
TAGS: BEXP, EC 

SUBJECT: TENDER FOR HOSPITAL CONSTRUCTION IN QUITO 

1. EMBASSY WAS RECENTLY INFORMED BY DIRECTOR OF LEGAL DEPT. OF 
ECUADOREAN MINISTRY OF HEALTH THAT CERTAIN DOCUMENTS SUB- 
MITTED BY YOUR COMPANY IN RELATION TO PREQUALIFICATION 
PROCESS FOR HOSPITAL CONSTRUCTION IN QUITO DO NOT RPT NOT 
HAVE REQUIRED CERTIFICATION OF ECUADOREAN EMBASSY, AS 
REQUIRED BY ECUADOREAN LAW. DOCUMENTS IN QUESTION RELATE 

TO LIST OF PREVIOUS CONSTRUCTION PROJECTS AND TO FINANCIAL 
STATUS OF YOUR COMPANY. 

2. WE UNDERSTAND THAT DESPITE THIS OVERSIGHT MINISTRY OF 
HEALTH IS VERY FAVORABLY IMPRESSED WITH YOUR COMPANY. AND 
WE SUGGEST THAT YOU SUBMIT SOONEST CERTIFIED DOCUMENTS. 

3. SIGNED: STEPHEN H. MULLER, AMERICAN EMBASSY, 

QUITO, ECUADOR. 

BREWSTER 
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Copy: SINGLE 
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Disposition Approved on Date: 
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Disposition Case Number: n/a 
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Disposition Date: 01 JAN 1960 
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Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975QUITO07958 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750377-0544 
From: QUITO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1975105/aaaaaeiq.tel 

Line Count: 50 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION ARA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: buchantO 
Review Comment: n/a 
Review Content Flags: 
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Review Event: 

Review Exemptions: n/a 
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